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QT.  JOHN'S  Church  (Protestant 
3  Episcopal)  was  built  in  1816. 

<S    One  of  its  pews  is  set  apart  for  the 
.    President  of  the  United  States,  and 
2    it  is  sometimes  called  the  Church 
of  State. 
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